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Introduction 



This manual contains a listing of the available parts for the Copiscan II Duplex and Simplex scanners. This 
listing includes individual parts, assemblies, kits, and service tools. The even numbered pages contain the 
illustration figures and the odd numbered pages contain the parts lists. 



The parts listing contains several columns. 



Callout 


Description 


Part No. 


Functional Description 


Comments 























• The Callout refers to the callout number for this part, assembly, or kit as indicated in the illustration figure. 

• The Description refers to the name given the part on the part as it is inventoried. 

• The Part Number is the number by which the part is ordered. 

• The Functional Description refers the use of the part (if different from the Part Description). 

• The Comment field is used to indicate compatibility to firmware version, relationship to a part or assembly, 
etc. 

Assemblies and kits 

Assemblies, such as cameras, are factory prealigned and calibrated. Individual parts for these assemblies 
normally are not available. Replace only with another assembly. 

Kits contain a group of parts but are not factory aligned and calibrated. One kit contains lamps and cleaning 
pads for a simplex scanner. Duplex scanners require two kits. Another kit contains the most used parts in the 
latest auto feeder skimmer assembly. 
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Figure 1. Duplex Scanners - Covers and Chassis 
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Duplex Scanners - Covers and Chassis 



This parts list is for illustration Figure 1 on the facing page. 







Part Mn 
rail vtO. 


C llni^fmnsl 1 \ ^ o f i* i t~\ t i t~\ n 
rUIICllOlldl UcoUlipilOll 


IsOlTllllcill 


1 


Enclosure Assembly DS 


001248J 


Cover 




2 


Ground Wire Cable 


050002R 


Ground Strap, Cover 


Not Shown 


3 


Control Keyboard 


051192C 


Control Panel PCB 




4 


Front Page Panel Cable 


050294E 


Control Panel Ribbon Cable, Front Page 


Not Shown 


5 


Control Panel Cable 


050336T 


Control Panel Ground Strap 


Not Shown 


6 


Right Bezel 


002039A 






7 


Decal Front Bezel Right Side 


S00176B 




Not Shown 


8 


Camera Cover 


002037A 


Rear Camera Cover Assembly 




9 


Control Keyboard 


051192C 


Control Panel PCB 




10 


Left Bezel 


002038A 






11 


Rear Page Panel Cable 


050294B 


Rear Page Control Panel Cable 


Not Shown 


12 


Decal Front Bezel Left Side 


S00177B 




Not Shown 


14 


Latch Spring 


001248M 






15 


Enclosure & Chassis Painted 


002036A 


Frame Assembly 




16 


Document Tray Assembly 


001251E 


Standard Exit Tray Bracket 




16 


Exit Bracket Assembly 


S00441A 


High Capacity Exit Tray Bracket 




17 


Foot, Base 


S00630A 
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Figure 2. Duplex Scanners - Electrical Components 
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Duplex Scanners - Electrical Components 

This parts list is for illustration Figure 2 on the facing page. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


1 


Switch, Rocker DPDT 


120314G 


Switch, Power 




2 


Switch, Slide, V-Select 


120543L 


Switch, Voltage Select 




3 


Filter Assembly 


050328E 






4 


Switch, Interlock, VDE 


120465J 


Switch, Interlock 




5 


CPS - SCII Power Supply 


0501 30E 


Power Supply 




6 


CSII - Fan & Filter Assembly 


050327H 


Fan & Filter Assembly 




7 


AC / Fuse Conn. (A) 


120210E 


AC Plug/Fuse Connector 




8 


Fuse Cover OMEMC 


201897R 


Fuse Cover 




9 


ACE Board XILINX 


S00603H 


ACE Plus PCB 




10 


HCII - Logic Bd. 


S00613K 


Logic PCB (6338 Series) 


w / Imprinter 


10 


Logic PCB (300dpi 27 ppm 6300) 


S02250B 






11 


Harness, Dual Serial Communications 


050336R 


Dual Serial Communications Cable 


4 Pin Not Shown 


11 


Cable - HCII Dual Serial 


S00747A 


Dual Serial Communications Cable 


7 Pin Not Shown 


12 


Ribbon Cable - EMC to Logic 


050294A 






13 


Harness, ACE Power 


050336F 






14 


Front Page Camera 


S00457A 




3338 / 6338 


14 


3338 R-P 


S00495A 


3338R / 6338R Camera Assembly 


Red Drop Out 


14 


Front Camera Kit, Green 


S00981A 


3338G / 6338G Camera Assembly 


Green Drop Out 


14 


Camera Kit 3338A/ 6338A B-P 


S00934A 


3338B / 6338B Camera Assembly 


Blue Drop Out 


15 


Front Page CCD Cable 


050294D 




Not Shown 


16 


CSII Pwr Distr. Bd. Assembly 


051234B 


Power Distribution PCB 




17 


Card, El.. Mech. Control 


051205P 


EMC PCB 




18 


Harness, ACE Trays D.C. Power 


050336L 




Not Shown 


19 


Female Plug, 8 Contact, w/Cable 


050332K 






20 


Card, El.. Mech. Control 


051205P 


EMC PCB 




21 


Harness, AC Distribution 


050336G 




Not Shown 


22 


ACE Tray Cover 


S00777B 
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Figure 3 
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Duplex Scanners - Upper Transport 



This parts list is for illustration Figure 3 on the facing page. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


1 


Thumb Screw 6/32 x .31 


140350D 






2 


Post, Lamp Locking 


S00236B 






3 


Light Assembly 


S00798D 


Lamp Assembly 


Without Lamp 


4 


Lamp & Mask Assembly 


S00580A 




Green 


4 


Copiscan II Lamp & Mask Assy Red 


S00513E 


Lamp & Mask Assembly 


Red 


4 


Copiscan II Lamp & Mask Assy Blue 


S00744D 


Lamp & Mask Assembly 


Blue 


5 


Motor Assembly 


S00985A 


Drive Motor Assembly 




6 


Drum and Shaft Assembly 


S02291A 






7 


Bearing Housing Assembly 




Order S02291A 




8 


Bearing Housing Assembly 




Order S02291A 




9 


Plate, Motor Mounting 


202651 B 






10 


Grommet .188 x 1/2 


140279N 






11 


50T Gear 


202269C 


Motor Gear 




12 


100T Drum Gear 


202269B 


Drum Gear 




13 


Transport Drum Knob 


201479U 






14 


Manual Knob Cover 


200797H 




Green 


15 


Gear Guard, Copiscan 


001251L 






16 


20T Gear 


202269A 


Idler Gear 




17 


Timing Belt 08 - 2 in. CD 


140068R 






18 


Timing Pulley 32T 


202279T 






19 


Harness CSII Feeder 


050335A 


Feeder Harness 




20 


Female Plug, 8 Contacts, w/Cable 


050332K 






21 


Handle, Latch 


200797E 


Latch Handle Cover (Green) 




22 


Lower Drive Shafts, Lower 


001251B 






23 


Ring Retainer Basic 1/4 - 4831 


1401 37A 


Circlip Retainer 




24 


White Snap Pulley 


202279U 




1/2 of pulley 


25 


Belt Kit, Lower Transport 


S00225A 






26 


6338 Skiver Assembly 


001251D 






27 


Bearing, Ball 


140600D 






28 


Shaft, Idler 


202341 B 






29 


Switch, Interlock, VDE 


120465 J 


Switch, Interlock 




30 


Encoder & Shaft Kit 


070001 L 






31 


Drum Encoder Cable 


050336P 






32 


Glass Platen Assembly 


001207A 




Front Page 


33 


Belt Kit, Upper Trans (6) 


070001 H 


Upper Transport Belts (Set of Six) 




34 


Roller & Shaft Assembly 


202632J 


Upper Roller Shaft 


Imprinter use S00778B 


35 


Bearing Ball 


140600D 






36 


Retaining Ring 


0005458 


E' Clip 




37 


White Ref Flag 


202333V 


White Reference (Front) 




38 


Optical Document Detector 


051188H 


Page Detector PCB 




39 


Harness, Front Page Doc 


050336N 


Front Page Document Detect Cable 
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Figure 4 
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Duplex Scanners - Lower Transport 



This parts list is for illustration Figure 4 on the facing page, page 8. 



oaiioui 


Description 


ran INO. 


runctionai uescnpnon 


UOmment 


1 


Bottom Transfer Tray Assy 


S00836A 


Guide Plate 




2 


Top Tray Assembly 


001251M 


Upper Transport Plate 




3 


Rear Glass Flat Bracket 


202655Z 






4 


Lower Drive Shafts, Upper 


001251A 






5 


Bearing, Ball - Upper 


140600C 






6 


Washer .385 x .510 - 6141 


140023B 


Spring Washer 




7 


Spring Wire = 3535 


202628G 


Pressure Spring 




8 


6338 Glass Platen Assy. Back 


201470D 


Glass Platen (Back Page) 




9 


White Reference Bracket Back 


S00400A 






10 


Thumb Screw 6/32 x .31 


140350D 






11 


Static Eliminator 


201411H 






12 


Kit, Rear Lamp Assy 


S00224A 




Without Lamp 


13 


Harness, Lamp Assy 


050336E 


Rear Lamp Cable Assembly 


Not Shown 


14 


Camera 6338 Back Page 


S00659A 






14 


Camera, 6338R Back Page 


S00660A 




Red Drop Out 


14 


Camera Kit, Back Page 6338G 


S00982A 




Green Drop Out 


14 


Camera Kit, Back Page 6338B 


S00933A 




Blue Drop Out 


15 


Harness, CCD2 to DC Power 


050336H 




Not Shown 


16 


Rear Page CCD Cable 


050294C 




Not Shown 


17 


Shielding Strip, 31 Segment 


120724D 






18 


Lamp & Mask Assembly 


S00580A 




Green 


18 


Copiscan II Lamp & Mask Assy, Red 


S00513E 






18 


Copiscan II Lamp & Mask Assy, Blue 


S00744D 






19 


Gas Spring 


200628F 






20 


Optical Document Detector 


051188H 


Page Detector PCB 




21 


Circ. Breaker, Magnetic 


120762D 


Drum Circuit Breaker 
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Figure 5. Simplex Scanners Covers and Chassis 
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Simplex Scanners - Cover and Chassis 



This parts list is for illustration Figure 5 on the facing page, page 10. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


1 


Enclosure w/Painting - Pro 


S00227C 


Top cover 




2 


Enclosure Screw 


1400154 






3 


Spacer, Enclosure 


S00588A 






4 


Ground Strap, Enclosure 


050327E 






5 


Control Keyboard 


051192C 


Control Panel PCB 




6 


Bezel Paint B&H 


S00239A 


ACE Bezel 




10 


Foot, Base 


S00629A 
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Figure 6. Simplex Scanners - Electrical Components 
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Simplex Scanners - Electrical Components 

This parts list is for illustration Figure 6 on the facing page, page 12. 



uanout 


Description 


Kan imo. 


Functional Description 


Comment 


1 


L,L,u KiDDon oaPle 








o 

z 


GOD / DO Harness 


pnnooo a 






O 

o 


Front Page Camera 


oUU4o/ A 






3 


Cam Kit 3338/6338 Red 


S00495A 




Red Drop Out 


o 
O 


Front Camera Kit, Green 


onnriQ A A 
oUUyol A 




Green Drop Out 


o 

3 


Camera 3338/b338 B 


bOU749A 




Blue Drop Out 


0 


21 3/ A camera Kit 


onn/i o a a 
o(JU4o1 A 






3 


Camera Kit 2137AR 


O O O /"» O A A 

S00631A 




Red Drop Out 


O 

o 


oamera ziof a-vj 






Green Drop Out 


3 


Camera 2137 A-B 


S00753A 




Blue Drop Out 


0 


zloo camera Kit 


C*C\C\A QOA 

o(JU4ozA 






3 


Camera 2138A-R Service 


S00632A 




Red Drop Out 


O 
O 


uamera zi oo A - u 


cnnvc:o a 
oUU/ ozA 




Green Drop Out 


3 


Camera 2138 A - B 


S00751 A 




Blue Drop Out 


o 
O 


oamera Kit zloo// oenes 


U/UUUzn 




Analog Scanner 


o 

3 


Camera Kit 3338 


n7nnno i 

U7U0UAI 




M n » \ A / IT 

Non W/T 


o 
O 


camera Kit 3338 w/ 1 


CV7C\ A OQI 

U/UlzoL 






o 

3 


Camera 3238 Series 


r\n a oooo 

UU1233P 






3 


Camera & Card Cage Assy 


S00942B 




2135/2137 


3 


Camera & Card Cage Assy 


S00943A 




3338 


3 


Camera & Card Cage Assy 


S00944A 




3338 W/T 


3 


Camera & Card Cage Assy 


S00945A 




3238 


4 


Kit EMC Bd 


070144C 


EMC PCB (IBM Only) 




4 


Card, EL Mech. Control 


051205P 


EMC PCB 




5 


Filter Assy 


050328E 






6 


AC Fuse Connector (A) 


120210E 






7 


Fuse Cover OMEMC 


201897R 






8 


Switch, Rocker DPDT 


120314G 


Power Switch 




9 


Switch, Interlock, VDE 


120465J 






10 


CS II Fan & Filter Assy 


050327H 
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Figure 6. Simplex Scanners - Electrical Components 
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Simplex Scanners - Electrical Components 

This parts list is for illustration Figure 6 on the facing page, page 14. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


11 


Switch, Slide, V-Select 


120543L 


Voltage Select Switch 




12 


Rear Panel Assembly 


S00514C 






13 


CPS - SCII Power Supply 


0501 30E 


Power Supply 




14 


Cable, CSII Single 


050327J 


DC Power Harness 


Not Shown 


15 


DC Power Harness Dual 


050327K 


DC Power Harness 


Not Shown 


16 


Latch Button 


S00581A 






17 


Spring, Latch 


S00587E 






18 


HCH-Logic Bd 


S00613K 






19 


ACE Board XI LI NX 


S00603H 


ACE PLUS PCB 




20 


25 Pin Ribbon Cable 


S00709A 




Not Shown 


21 


37 Pin Cable 


S00700A 


37 Pin ACE Ribbon Cable 


Not Shown 


22 


EMC/Video Process Ribbon Cable 


050293C 




Not Shown 
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Figure 7. Simplex Scanners - Upper Cover 
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Simplex Scanners - Upper Cover 



This parts list is for illustration Figure 7 on the facing page, page 16. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


1 


Thumb Screw 6/32 x .31 


140350D 






2 


Post, Lamp Locking 


S00236B 






3 


Light Assy 


S00798D 


_amp Assembly 


Without Lamp 


4 


Lamp & Mask Assy 


050327G 


2135/2137 A - Size Lamp 




4 


Lamp & Mask Assy 


S00580A 




Green 


4 


Copiscan II Lamp & Mask Assy Red 


S00513E 






4 


Copiscan II Lamp & Mask Assy Blue 


S00744D 






5 


Page Detector Brckt Assy 


S00764B 






6 


Motor Assy 


S00984A 


Drive Motor Assembly 




7 


Grommet .188 x 1/2 


140279N 




Not Shown 


7 


Motor Mount , Isolation 


202327D 






8 


Pulley, 21T 1/5P 


202279M 


Motor Pulley 




9 


Gear Guard 


202329C 






10 


Transport Drum Knob 


201479U 






11 


Manual Knob Cover 


200797H 




Green 


12 


Timing Belt 1/5P 


140068P 


Timing Belt (55 Tooth) 




13 


Pulley, 24T 1/5P 


202279P 


Drum Pulley 




14 


Circ. Breaker, Magnetic 


120762D 


Drum Circuit Breaker 




15 


Drum & Shaft Assy 


S02291A 






16 


Bearing Housing Assy 


001221S 






17 


Bearing Housing Assy 


001199T 






18 


Harness, CS2 Feeder 


050335A 




Not Shown 


19 


Female Plug, 8 Contacts, w/Cable 


050332K 






20 


Static Eliminator 


201441 H 






21 


Skiver Assembly - Single Stripper 


S00583A 




Not Shown 


23 


Roller & Shaft Assy 


202632J 


Upper Roller Shaft 




23 


Roller & Shaft Assy 


S00778B 


Upper Roller (Imprinter Models) 




24 


Oilite Bearing 


0035560 




Not Shown 


25 


Retaining Ring 


0005458 


E Clip 


Not Shown 


26 


Belt Kit, Lower Trans (6) 


070001J 


Lower Transport Belts (Set of Six) 




27 


Encoder & Shaft Kit 


070001 L 






28 


Glass Platen Assembly 


001207A 


(Front Page) 




29 


Belt Kit, Upper Trans (6) 


070001 H 


Upper Transport Belts (Set of Six) 




30 


White Reference Flag 


202333V 






31 


Optical Document Detector 


051188H 


Page Detector PCB 





06/01 



Page 17 



BELLOH0WELL 



Simplex Scanners - Manual Feeder 

This parts list is for illustration Figure 8 on the facing page, page 18. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


1 


Guide, Document - B 


S00605B 


Document Guide 




2 


Knob Locking 


001225A 




(Old Style) 


2 


Knob Locking 


S00348A 




Plastic (New Style) 


3 


Main Feeder Con 


050327U 


Plug (8 Contacts) 


Service Tool 


4 


Knob, Guide Adjust 


201479S 






5 


Receiving Tray 


202157U 






6 


Tray Exit Receiving 


201780T 


Wire Extension 




6 


Stop Bracket, H.C. ADF 


S00091C 


Wire Extension (High Capacity) 




7 


Extension 


S00355A 


Table Extension 




8 


Bar, Extension Pivot - B 


S00352A 


Tray Extension Bar 




13 


Manual Feeder (B&H) 


S00645B 


Manual Feeder (Complete Assembly) 
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Figure 9. Simplex Scanners - Accufeed and Accufeed Plus Automatic Feeders 
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Simplex Scanners - Accufeed and Accufeed Plus Automatic 

Feeders 



This parts list is for illustration Figure 9 on the facing page, page 20. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


1 


Elevator Table Assy 


S00335G 


Elevator Table (Complete) 


ADF500/Accufeed Plus 


1 


Accufeed Tray Assy 


S00549C 


Elevator Table (Complete) 


ADF1 00/ Accufeed 


2 


Left Guide Assembly - C 


S00343D 




ADF500/Accufeed Plus 


2 


Left Guide Assembly 


S00538C 




ADF1 00/ Accufeed 


3 


Right Guide Assembly - C 


S00339D 




ADF500/Accufeed Plus 


3 


Right Guide Assembly 


S00536C 




ADF1 00/ Accufeed 


4 


Pinion Guide 


S00346A 






5 


Rod, Table Pivot 


S00351A 






6 


Modulated Reflective Sensor Assy 


S00292B 


Document Sensor 




12 


Motor & Shaft Assembly 


S02276A 




Accufeed Plus only 


13 


Motor Assembly 


S00274A 




ADF500/Accufeed Plus (part of S02276A) 


14 


Spring Coupling 


S00276A 




Part of S02276A 


15 


Elevator Shaft Assembly 


S00280A 




(With Worm Gear) 


16 


Magnet .250 Dia x.125 Lg 


398063A 






19 


ADF Elevator Ctrl. Bd. Tested 


S00363H 


Elevator Control PCB 




20 


Harness, Auto Feeder 


S00378B 






21 


Shaft, Feed 


S00880A 






22 


Oilite Bearing 


35560 






23 


Pulley, 42T, 80P 


S00877A 






24 


Pulley 20T, 80P 


S00876A 






25 


Pulley, 20T, 80P 


S00905A 






26 


Spacer 


S00900A 






27 


Idler 


S00899A 






28 


Timing Belt - Reverse 


S00855A 






29 


Cover 


S00896A 






30 


Motor 


S00897A 


Motor Assembly (Feeder) 




31 


PCB Assy, ADF Sensor 


S00372A 




ADF500/Accufeed Plus 


31 


PCB Assy, ADF-100 Sensor 


S00543A 




ADF1 00/ Accufeed 


32 


Plug (8 Contacts) 


050327U 




Service Tool 


34 


Wormgear Assy 


S00758B 
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Figure 9. Simplex Scanners - Accufeed and Accufeed Plus Automatic Feeders 



06/01 



Page 22 



BELL© HOWELL 



Simplex Scanners - Accufeed and Accufeed Plus Automatic 

Feeders 



This parts list is for illustration Figure 9 on the facing page, page 22. 





r^/*\ o i*i v\1t i An 
UcolriipilUM 


Part Mn 
rdll PIO. 


r ui ioiioi idi Licaunpiioii 


OOI IlllltM 11 


o ( 


rconer ^oieeves tot tievaior i op) 


OUUjDDA 


r\oiier ^sieevesy 




QQ 

oo 


Reverse Roller Assembly 


cnno-i or 
ouuy i z.\j 






oy 


riex onan, r\everse r\oiier 


OUUOOZD 






/in 
4U 


Reverse Roller - B Grey Roller 


ouutsoyi^ 






HZ 


opnngs, txi. .uzo uia opr 


ouuyu 1 1\ 






yic 

HO 


1 IdOlUI 


OUUO 1 ou 


O l\l 1 1 II 1 its 1 r 1 a i 1 its 




46 


Bearing 


S00883A 






47 


Washer .25 x .49 - 6034 


599342 


Shim Washer 




48 


Left Feed Tire Roller 


S00902D 






49 


Feed Pulley Assy 


S00937A 


Drive Pulley 




50 


Right Feed Tire, Roller 


S00904D 






51 


Timing Belt, Drve 


S00856A 






52 


Bearing, Skimmer 


S00885A 






53 


O-Ring 


S00857B 






54 


Skimmer Roller 


S00868B 






55 


Skimmer Pulley 


S00936A 






56 


Shaft, Skimmer 


S00879A 






57 


Knurled Torque Knob 


S00748A 






58 


Elevator Table Assy 


S00355G 


Table Extension 




59 


Bezel 


S00910A 
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Figure 10. Simplex Scanners - ADF100 and ADF500 Automatic Feeders 
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Simplex Scanners - ADF100 and ADF500 Automatic 

Feeders 



This parts list is for illustration Figure 10 on the facing page, page 24. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


1 


Elevator Table Assy 


S00335G 




ADF500/ Accufeed Plus 


1 


Accufeed Tray Assy 


S00549C 




ADF 100/ Accufeed 


3 


Left Guide Assy - C 


S00343D 




ADF500/ Accufeed Plus 


3 


Left Guide Assy 


S00538C 




ADF 100/ Accufeed 


4 


Right Guide Assy - C 


S00339D 




ADF500/Accufeed Plus 


4 


Right Guide Assy 


S00536C 




ADF1 00/ Accufeed 


5 


Pinion Guide 


S00346A 






9 


Rod, Table Pivot 


S00351A 






10 


Modulated Reflective Sensor Assy 


S01478A 


Document Sensor 




12 


Motor & Shaft Assembly 


S02276A 




ADF500/ Accufeed Plus 


13 


Elevator Shaft Assy 


S00280A 


(with Worm Gear) 


Part of S02276A 


14 


Spring Coupling 


S00276A 




Part of S02276A 


15 


Motor Assembly 


S00274A 




Part of S02276A 


16 


Access Plate 


S00926A 






17 


Magnet .250 Dia x .125 Lg 


398063A 






19 


Harness, Auto Feeder 


S00378B 






20 


ADF Elevator Ctrl. Bd. Tested 


S00363H 


Elevator Control PCB 




23 


Drive Shaft Assy 


S00309A 


(with Gear) 




24 


Reverse Roller Assy 


S00324H 






25 


Skimmer Assy 


S02220E 




ADF100/ADF500 only 


26 


Latch Pin Cover 


S00334B 


(Green) 




27 


Latch Lever 


S00293C 






28 


Spring, Latch Shaft 


S00314A 






29 


Knurled Torque Knob 


S00748A 






30 


Extension 


S00355A 


Table Extension 




31 


Bezel, ADF-500 


S00290C 






32 


Motor Assembly 


S00274A 


Motor Assembly (Elevator) 


ADF500/ Accufeed Plus 


33 


Gear 26 Tooth 


S00312A 






34 


PCB Assy.-ADF-100 Sensor 


S00543A 




ADF100/Accufeed 


34 


PCB Assy, ADF Sensor 


S00372A 




ADF500/Accufeed Plus 


35 


Main Feeder Con 


050327U 


Plug (8 Contact) 


Service Tool 


36 


Roller Sleeves (For Elevator Top) 


S00366A 


Roller (Sleeves) 




38 


Gimbal Spring 


S00357E 






39 


Wormgear Assy 


S00758B 


Elevator Gear Kit 




40 






Not Sold Separately 


Order S00758A 
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Figure 11. Simplex Scanners - ADF1 00 and ADF500 Automatic Feeders 

(latest skimmer assembly) 
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Simplex Scanners - ADF100 and ADF500 Automatic Feeders 

(latest skimmer assembly) 



This parts list is for illustration Figure 1 1 on the facing page, page 26. 



IsallOUl 


Description 


Dart Mn 

ran imo. 


runcnonai Description 


1 nmmant 

isOinmeni 


A 
1 


Skimmer Bracket 








z 


Shim 


r\A a -70 a r\ 

U11 10 \U 






0 


Bearing 


cnooi c a 
ouZZ\ dA 






4 


Teflon Washer 


cnn70c a 
oUU/zoA 






0 


u-King 


cnnoc7D 
oUUoo/b 






6 


Skimmer Hub 


S02210A 






7 


Blue Devil set Screw 6-32 x 1/8 


398058A 






8 


Timing Belt, 65T, 0.080P 


S02217A 






9 


Removable Tire 


S02202A 






10 


Driven Right Roller F/Copiscan I ADF 


S02221A 






11 


Driven Left Roller F/Copiscan ADF-500 


S02222A 






12 


Support Roller 


S02206A 






13 


Drive Roller Assy 


S02219B 






14 


Feed Pulley Assy 


S02214A 






15 


Pulley 33T 0.080P 


S02211A 






16 


Skimmer Shaft 


S02209A 






17 


Spacer 


S02213A 






18 


Screw 


0599475 






19 


Access Plate 


S00926A 




Not Shown 


20 


Reverse Roller Assy 


S00324H 




Not Shown 
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Figure 12. Simplex Scanners - Exit Tray (Stainless Steel) 
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Simplex Scanners - Exit Tray (Stainless Steel) 



This parts list is for illustration Figure 12 on the facing page, page 28. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


1 


Assembled Exit Tray Kit 


S00690C 


Stainless Steel Model 


Complete Tray 


2 


Side Guide Left 


S00680C 






3 


Side Guide Right 


S00681C 






4 


Main Tray Assy 


S00665B 






5 


End Guide 


S00673B 






6 


Sliding Block Assembly 


S00672B 
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Figure 13. Imprinter 



06/01 



Page 30 



BELL© HOWELL 



Imprinter 



This parts list is for illustration Figure 13 on the facing page, page 30. 



Callout 


Description 


Part No. 


Functional Description 


Comment 


1 


Duplex - Imprinter Assy 


S00821D 


Imprinter Assembly (Inc. Holder, PCB, & Cable) 


Duplex & Simplex 


2 


Imprinter Sub Assy 


S00806C 






3 


Ball Stud - A 


S00761A 






4 


Print Head Holder 


S00772B 






5 


Print Head Bracket 


S00765A 






6 


PCB Imprinter 


S00781A 






7 


EMI Shield 


S00769C 


EMI Shield 




8 


IJPM Cable - D.S. 


S00783B 


Logic PCB - Imprinter Cable 


Duplex 


8 


Cable ACB Bd to IJBD 


S00795C 


Logic PCB - Imprinter Cable 


Simplex 
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Miscellaneous 



Callout 


Description 


Part No. 


Comment 




Fuse 1AT3 


0009606 






Fuse 4A T3 


120388G 






Fuse 3.15AT3 


120388H 






Fuse 1.6AT3 


120806U 






Shielding Strip (31 Segment) 


120724D 






Shielding Strip (9 Segment) 


120724C 






37 Pin - 37 Pin Cable (Duplex - SCSI) 


S00138A 






25 Pin - 25 Pin Cable (Simplex - SCSI) 


S00139A 






Universal Maintenance Kit 


S003408 


Simplex Kit 




Skimmer Assembly Spare Parts Kit 


S004795 


Latest Skimmer Assembly ADF-100 & 500 




Color Test Target (Dataquest) 


109068K 






Test Target 


S02314A 


Analyzer Target 




Interlock Tool 


201819D 


Service Tool 




Wrap Plug 


120232D 


Service Tool 
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